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United States Depanment of Agriculture 
Animal and Plani HdaHh liiapeclion S^arvica in^ i(j 

Inspection Report 


SUMMER WIND FARM SANCTUARY 


6490 MOWERSHDH RD 
BROWN CITY, Ml 48416 


Customer ID: 6902 
Certificate; 34-C-0227 
Site; 001 

3J,.IMMFR 'MINO FARMS 

Type; ROJTINE INSPECTION 
Date; Jul-11-£012 


Mo non-compliant iterrts idenillied duririg this inspection. 

This inspection was mr»di>cted to reiease Ihe suspension of lf*e license of th® tacilily This inspection and exil 

inlerview conducted ^vi(h |iia Facilitb' pne^idsnt and sielF, C^rriB Bongard and Kgrt hlammel. 


KURT HAMMEL, D V M 


KURT HAMMEUDVM USDA, APHIS, Animal Care 

Title; VETE Rl NARY M EPICAL QFFIC ER Inspector 1 023 
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